Mr    Lee stated that Mr.  Cox himself has kept  powder and

to Mr    cox about the powder and caps,  Mr.  Cox  responded  that
the company "was doing things wrong too"   (Tr.   /J).

Mr.  Lee stated that company policy dictates  that  all
roof bolting be done in sequence and that Mr.  Cox  himself has
Sited out of sequence,  and Mr.  Lee was present when  manage-
ment advised Mr.  Cox of the requirement that  bolting  be  done
in sequence  (Tr.   70).    On one occasion when miner Alva   t-ogar
complained to management about  the bolting being out  of
sequence, Mr.  Jackson took care of the problem and Mr.   Cogar
still works at the mine   (Tr.   68-69).

Mr.  Lee confirmed that Mr.  Blankenship has  shut   off his
(Lee's)  personal dust sampler,  and he has heard  that   this was
done with other samplers  (Tr  77-78).    However,   no one  has
ever complained to MSHA about the practice   (Tr.   78-79).
Further,  Mr.  Lee has never heard Mr.  Cox  state that  he would
take any of his  complaints to MSHA or other mine agencies
(Tr.   76).    Mr.  Lee stated that Mr.  Jackson does what  he  can
"for the most part"  to run a safe mine,  and  that he  can
communicate with Mr.  Jackson and Mr.   Blankenship  (Tr.   68).

When asked why miners were  not  concerned about  the  dust
samplers being shut off,  Mr.  Lee  stated "it ain't   that   we
don't care;  its that we've got  to make a living"   and without
decent dust samples,  inspectors would always  be  there  and
shut the mine down for noncompliance and there would  be  no
work   (Tr.   79-80).

James Ramsey,  Jr.,   roof bolter operator,   stated  that  he
was aware of  roof  falls  between October,   1984 and May,   1985,
but could not state how often they occurred.     He  does  what he
has to do to insure adequate roof support,  and if  longer
bolts are needed he installs them.     He would report  bad  top
to his  foreman,  and was always  instructed to install   longer
bolts or cribs.    Mine management has never  instructed  him to
work under bad top,  and  has  never  ignored him when  he
reported bad top to his  foreman or to Mr.   Blankenship.     On
occasion,  when he  (Ramsey)   believed that more could be  done
to support the roof,  he never advised his  foreman about   this,
nor did he complain to Mr.   Blankenship  (Tr.   81,   95-99).

Mr.   Ramsey stated  that he was aware of  drillers   keeping
powder and caps on  their machines,   but no one ever  complained,

440nd it made the mining cycle go faster.  Mr. Lee
